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TABLE A12 U.S. Farrowing Facilities, by Type and Region, 1980a

Share of Pigs (%) in Type of Farrowing Facility
	
Central Facilities with
	

Enterprise             Portable Paved  Slotted  Flush
	Scrape  Mix*

and Region       None  Houses   Floor  Floor    System
	System  Hous

Feeder pigs
	

North Central    6    13       18     16       4
	17      26

Southeast       80      49     24       9
	3       7

Farrow-to-finish
	

North Central    7    10       38     23       2
	1       19

Southeast      16     4      35     27       7
	1       10

a From Van Arsdall and Nelson, 1984.

TABLE A13 U. S. Hogs Sold, by Relative Size of Farm and Annual
Sales, 1964 and 1974a

Annual
	
	
	
	

Sales
	Share of
	
	Share of
	

of Hogs (thousand)
	Hogs Sold
	(%)
	Farms (%)
	

	1964
	1974
	1964
	1974

1-99
	23
	11
	67
	56

100 - 199
	23
	13
	18
	17

200 - 499
	33
	29
	12
	18

500 - 999
	13
	22
	2
	6

1,000 or more
	7
	25
	1
	2

a From Van Arsdall, 1978. Numbers have been rounded.